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In an industry run by standards 
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SignalCalc 350, the standard entry level controller for start-up 
or low budget applications where control quality, precision and 
system expansion is paramount. The 350 performs Random, 
Sine and Shock testing with up to 8 fully parallel 18-bit input 


channels. 


With more than 160 systems 
installed in the UK, Data Physics 
controllers are the proven solution for 
all vibration labs, from start-up to the 
most demanding. Our systems are 
chosen for the quality not only of their 
software and hardware engineering, 
but also for the support provided by 
our team. Users know they have the 
very best controllers available with 
access to expert applications support 
when needed. 

Look deeper into the products 
and discover the reasons why we 
have become the standard for so many. 
Data Physics have continuously 
evolved control algorithms and 


DATA PHYSICS 


CORPORATION soiutions in 


SIGNAL PROCESSING 


Data Physics (UK) Ltd 


Peppercorns Business Centre, Peppercorns Lane, 
Eaton Socon, Huntingdon, Cambridgeshire, PE19 3JE 


TEL: 01480-470345 FAX: 01480-470456 
www.dataphysics.com 


IEEE-344 ASTM-D999 MIL-STD 5112 
IEC 68-2-64 


Run the industry standard... 


SignalCalc 550, the standard high performing controller for 
labs requiring the highest degrees of performance, flexibility and 
compatibility with vibration test procedures. The 550 performs 
Random, Sine, Shock, SRS, Mixed Mode, Resonance Search 


and Dwell, Transient and Crash Tests with up to 16 fully 
parallel 18-bit input channels. 


SignalCalc’ Vibration Controllers 


techniques and continue to do so as 
research progresses into the next 
millennium. With a user interface 
described as consistent and intuitive, 
SignalCalc controllers perform all 
vibration tests with precision and ease. 
They perform highly demanding tasks 
such as locking and tracking resonances 
on high Q structures, or running 
multiple different swept sine tests 
simultaneously with random, in Sine on 
Random. 

If test automation, access to data and 
compatibility with external software 
and hardware systems are paramount, 
then look at our remote and local 
automation control options. 


Data Physics Corporation (USA) 
TEL: (408) 371-7100 FAX: (408) 371-7189 


Data Physics (Deutschland) GmbH 
TEL: 06131-95-27-43 FAX: 06131-95-27-44 


Data Physics China Branch 
TEL: 021-64826332 FAX: 021-64829693 


Connect to a chamber controller with 
switch, TTL or opto isolated protocols. 
Connect to other software systems or 
run local automation or test 
sequencing/mission profiling routines 
using ActiveX technology. 

All SignalCalc controllers can be 
integrated with the SignalCalc 430 
dynamic analyser software for 
independent lab dynamic analysis, 
modal analysis, drop test analysis, 
transient capture etc. 

Use the worlds standard operating 
systems: Windows 95, 98 or NT. 
SignalCalc Vibration Controllers 
and Dynamic Analysers. 

The Industry Standards. 
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Thank you, 
Sponsor Members 


he 40th anniversary of the Society of Environmental Engineers seems an 
appropriate time to thank those companies who have in the past supported 
the SEE as Sponsor Members. 

Indeed our industry as a whole has good reason to be grateful to those whose 
names appear in this booklet. They have made a significant contribution by sup- 
porting and taking part in the all-important exchange of technical knowledge, pro- 
fessional development, and the formulation and monitoring of standards in the 
field of Environmental Engineering — a field which covers Vibration Shock and 
Noise, Climatic Testing, Packaging Logistics, Environmental Stress Screening, 
Reliability and Contamination Control. 

The Society itself has created the infrastructure necessary to achieve this by 
bringing together companies and individual members on the platform of practical 
knowledge and technical innovation. To attract sponsors it provides a whole range 
of added benefits such as the promotion of members’ services and products 
through its magazine, newsletters, exhibitions, directories and web pages. 
However, it is the chance to network within a Learned Society — in technical meet- 
ings, working groups, educational courses and international conferences which is 
the greatest value. 

The SEE as the leading body in Environmental Engineering is uniquely placed 
to provide this. 

It would like to encourage other companies involved — be it in mechanical, elec- 
trical, electronic, aeronautical, civil, energy or chemical engineering — to join the 
ranks of sponsors. 

Now is an exciting time to join. As well as a full programme of events for 2000, 
a new electronic version of the Test House Users and Buyers Guide is about to be 
published and the SEE hopes to see in the coming year the fruition of its applica- 
tion to join the Engineering Council as a Nominated Body. It has already been 
accepted as a Professional Affiliate, and last year launched its Continuing 
Professional Development Scheme, in which the employees of sponsor companies 
may take part. 

So, thank you, Sponsor Member companies for being the building bricks of our 
success over the last 40 years. We look forward to your continued support in the 
year 2000 and beyond. 

Lady Long 

Executive Director 

Society of Environmental Engineers, 
Owles Hall, Owles Lane, 
Buntingford, Herts. SG9 9PL. 
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ENVIRONMENTAL TEST FACILITIES 


at AWE Aldermaston 


AWE operate a comprehensive range of test facilities capable of handling assemblies 
containing inert, explosive, toxic and radioactive products. These assemblies can be subjected 


to a wide range of environments including: 






| - 


; 


The ability to test relatively large amounts of 
_ explosives or propellants together with toxic and/or 
exotic material makes AWE’s facilities unique in 
Mee | 

The extensive test facilities, data acquisition 
instrumentation and modal analysis capability 
enable AWE to offer an unmatched service to the 
component design and testing market. 
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' AWE's environmental test capabilities include 
the equipment and knowledge necessary to carry 
out testing from a routine one-off vibration test to a 
complete research and development program 
including simulated life cycle testing. The skills and 
equipment available, have been built up over many 
MexR LALO Coil cela ta eMeD Ua ae (cial ee ale CKO MLL casa 
in nuclear engineering testing. 


AWE Aldermaston, Reading, Berkshire RG7 4PR 
Tel: 0118 971 1463 Fax: 0118 981 5320 
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GOLD 
SPONSOR 
MEMBERS 


ATOMIC 
WEAPONS 
ESTABLISHMENT 
PLC 


AWE operates a 
comprehensive range of 
test facilities capable of 
handling assemblies 
containing inert, explosive, 
toxic and radioactive 
products. The laboratories 
have the latest facilities, 
staffed by highly skilled 
personnel with wide 
ranging experience. AWE 
has ISO 9001 Quality 
Assurance registration and 
can offer highly secure, 
safe test facilities as 
required by the customer. 

Furthermore the 
capabilities include the 
knowledge necessary to 
carry out testing froma 
routine one-off vibration 
test to a complete research 
and development 
programme included 
simulated life cycle testing. 

The skills and 
equipment available have 
been built up over many 
years and reflect the 
stringent high standards 
necessary in nuclear 
engineering testing. 

The very latest 
techniques of modal 
analysis are performed. 
Studying vibration modes 
and resonant frequencies 
using multi-input low level 
random or impact 
excitation. A combined 
Modal Testing and Finite 
Element Analysis service is 
available. 

Atomic Weapons Establishment Pic, 
Aldermaston, 

Reading, 

Berkshire, 

RG? 4PR 

Tel: 01189 827810 


Fax: 01189 825206 


BROWNELL LTD 


The Brownell product 
range has developed during 
the past 36 years to include 
moisture measurement 
equipment for air and 
gases and the increasing 
use of desiccants such as 
molecular sieves for special 
applications to dry air, 
gases and liquids. 

Brownell is now a 
primary supplier of 
humidity control and 
moisture measurement 
products, including a range 
of Dewpoint Meters. It 
also provides a complete 
service for consultation, 
research, development and 
manufacturing to meet our 
customer needs. 

Brownell is currently the 
exclusive UK small 
distributor for UOP, for 
their molecular sieve 
products. 

Brownell Ltd, Helena Works, Mordaunt 
Road, London. NW10 8PX 
Tel: 0181 965 9281 


Fax: 0181 965 3239 


CAMBRIDGE 
VIBRATION 
SERVICES 
LIMITED 


Cambridge Vibration 
Services Ltd was 
established as an 
independent vibration 
service organisation in 
1994. The company 
objective was to provide a 
cost-effective alternative to 
the industry using trained, 
professional engineers. 
CVS Ltd together with 
ACG Systems, the world’s 
largest independent coil 
winding facility based in 
Connecticut USA, and with 
27 years experience in the 
industry, can provide you 
with a complete service for 
your vibration equipment. 
For the customer 
requiring a fully structured 
maintenance programme 
CVS Ltd offers contracts 


tailored to the customer 
needs, to the ISO 9002 
standard. 

Our programme includes 
“on-site” or “off-site” 
instrumentation 
calibration, fully 
certificated to ISO 9001 
Standards. CVS Ltd holds 
a comprehensive spare 
parts stock for all major 
manufacturers equipment 
and offers call out repair 
services. 

We can also offer fully 
refurbished vibration test 
systems, amplifiers, 
instrumentation and 
controllers, to order, 
carrying comprehensive 
warranty and back up. 
Cambridge Vibration Services Limited 
Unit 2, Saxon Way, 

Melbourn, 


Hertfordshire, $68 GDN 
Tel: +44 (0) 1763 260530 
Fax: +44 (0) 1763 263050 


a.m ramuih) torno 1 
e-mail: camvid @btintemet.cor 


DATA PHYSICS 


Data Physics supplies the 
leading SignalCalc® 
vibration control and 
dynamic analysis range of 
products. These systems 
have become trusted and 
respected as the premier 
choice for vibration test 
laboratories. 

In September 1999 Data 
Physics announced the 
expansion of its worldwide 
operations with the 
acquisition of Concurrent 
Vibrations (formerly Istar) 
based in France, who have 
developed a range of high 
end systems for single and 
multi axis vibration 
control, and dynamic 
analysis. With this 
acquisition, Data Physics 
now offers an expansion to 
its range of products 
trademarked as its 
SignalStar® range 
operating in Windows NT 
for: high end mixed mode 
control (random, sine and 
gunfire mixed on a random 


SS Wis tel N I) Shae 
eS ee 


background). Single or 
multi-axis multi-shaker 
control in random, sine, 
shock and road simulation 
and for dynamic analysis 
and sine data reduction. 


Data Physics (UK) Ltd. 
Peppercoms Lane 
Eaton Socon 
Huntingdon 

PE19 UE 


CLIVE HURLEY 
DYNAM 
ENGINEERING 
SERVICES 


‘Environmental 
Engineering Without Fail’ 
is the policy statement of 
Clive Hurley 
Environmental 
Engineering. 

For nearly half a century 
Clive Hurley 
environmental test 
chambers have been 
successfully used by 
manufacturing companies 
around the world and are 
widely recognised for their 
technical innovation, 
performance benefits and 
quality of manufacture. 

Irrespective of the 
success achieved during 
this time Clive Hurley are 
acutely aware that it is the 
future not the past that 
really counts. 

Please give us your 
careful consideration when 
specifying your next 
environmental test 
requirements. 


Clive Hurley Environmental 
Engineering 

Dynam Engineering Services Ltd., 
Lock Works, 

Bolton Road, 

Blackburn 

Lancs BB2 3QJ 

Tel: +44 (0)1254 672186 
Fax:+44 (0)1254 682194 
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GKN WESTLAND 
AEROSPACE LTD 


Situated at East Cowes on 
the Isle of Wight, Test 
Facilities is a semi- 
autonomous department 
of GKN Westland 
Aerospace, specialising in 
Environmental, Structural, 
Mechanical and Fluid 
Dynamic testing. 
Operating under 
“NAMAS”, ISO 9001 and 
CAA approvals, the 
environmental test group 
specialises in shock, 
climatic and vibration 
work, either as single or 
combined environments. 
Advising on design and test 
techniques, the carrying 
out of non-standard tests 
and the supply of specialist 
facilities are also 
undertaken. 
GKN Westland Aerospace Ltd 
Test Facilities, 
East Cowes, 
Isle of Wight, 


P032 6RH 

For further details, visit our web site at: 
http://www.gknwae.co.uk/testing 

or phone Kerry Wall on 

01983 294161 


TUV PRODUCT 
SERVICE LTD 


TUV Product Service is a 
leading international 
organisation dedicated to 
the testing, assessment and 
certification of products 
and management systems. 

Our test facilities are 
accredited in the UK by 
UKAS and our reports are 
accepted in Europe under 
the EAL scheme. 

We operate one of the 
largest environmental test 
facilities in the UK and 
another in Germany 
offering a complete range 
of testing services 
simulating the harsh “in 
service” environments 
experienced by a wide 
range of products, 

We are often involved at 


an early stage in the design 
of a product where our 
expertise can influence the 
design in order to meet the 
appropriate test 
requirements. 

We are able to offer 
customers the option of 
combining Environmental, 
EMC, Radio, Telecoms 
and Safety testing on the 
same site. 

TUV Product Service Ltd, 
Segensworth Road, 
Titchfield, 

Fareham, 

Hants, PO15 SRH 

Tel: 01329 443329 
Fax; 01329 443422 


SILVER 
SPONSOR 
MEMBERS 


ABLE 
INSTRUMENTS & 
CONTROLS LTD 


ABLE have numerous 
measurement systems for 
environmental monitoring 
applications, parameters 
measured include level, 
flow, humidity, density, 
temperature, pressure, 
moisture, light, liquid and 
gas analysis. 

Specialist systems are 
available for overspill 
protection, sludge blanket 
and discharge monitoring, 
Hydrogen Sulphide, 
Mercury, Oxygen and leak 
detection. A number of 
unique analytical systems 
for the measurement of 
turbidity and colour also 
exist. Condition 
Monitoring systems for 
power generation plants 
and non-contact Energy 
and Flow Metering 
represent the very latest in 
available technology. 
Finally ABLE supply the 
world’s only TUV certified 
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pressure transmitter for 
safety / critical 
applications, where 
functionality is of the 
utmost importance. 


ABLE Instruments & Controls Ltd 
Cutbush Park, 

Danehill 

Lower Earley, 

Reading, 

Berks, RG6 4UT. 

Tel : + 44 (0) 118 931 1188 
Fax : + 44 (0) 118 931 2161 
Web site :< HYPERLINK 
“http://wwwaable.co.uk/” 


ALPHATECH 


Alphatech Ltd is a dynamic 
and innovative company 
and supplies a complete 
range of environmental test 
chambers. Our service 
response is guaranteed 
within 24 hours with fair 
and attractive prices. We 
also provide a wide range 
of high quality heating and 
drying ovens as well as 
other instrumentation. 

You can purchase new, 
second hand or hire chambers 
from us, or simply use our 
renowned and well respected 
service department for 
maintenance of your existing 
chambers. 

Alphatech Lid, Unit 18 & 19, 46 
Springwood Drive, Braintree, Essex, 
CM7 2YN 

Tel: 01376 328477 

Fax: 01376 328577 

e-mail: info@alphatechuk.com 


ALSTOM 
RESEARCH & 
TECHNOLOGY 
CENTRE 


ALSTOM Research & 
Technology Centre (ART) 
offers a full range of 
environmental testing and 
qualification services 
including: shock, 
vibration, bump, seismic, 


SPONSOR MEMBERS 


climatic, dust and water 
ingress, UV and ozone 
ageing, thermal, electrical, 
irradiation, fire and EMC. 
These services are available 
to all companies whether 
part of the ALSTOM 
Group or not. 


In addition to simply 
testing and qualifying 
customers’ equipment as 
fit-for-purpose, we can 
assist you at every stage of 
the product life cycle, from 
design to disposal. Our 
engineers and technologists 
have hundreds of years of 
accumulated experience in 
the fields of mechanical, 
electrical and materials 
engineering. 

Alstom Research & Technology 
Centre, PO Box 30, Lichfield Road, 
Stafford, Staffs. ST17 4UN 

Tel: 01785 274681 


Fax: 01785 274699 


BOC GASES 


The BOC Group is a global 
leader in the production 
and distribution of 
industrial gases and serves 
a wide variety of 
industries. 

In the field of stress 
screening, BOC Gases is a 
major supplier of liquid 
nitrogen for refrigeration 
and has the expertise to 
provide cryogenic 
distribution systems, 
capable of meeting the 
stringent cooling demands 
of modern high 
performance stress 
screening chambers. 

y maintaining an on- 
going liaison with chamber 
manufacturers and end 
users, BOC Gases aims to 
ensure that liquid nitrogen 
is used safely and 
efficiently. 


BOC Gases, European Development 
Centre, Rother Valley Way, Holbrook 
Sheffield, $20 3RP 

Tel: 0114 251 2267 

Fax: 0114 251 2323 





Ultimate 


Experience 


For over thirty-five years Gallenkamp has been the 
leading UK Manufacturer of Climatic Test 
Chambers, meeting worldwide the demands of the 
highly diverse testing market 


In the UK alone over 1000 different establishments 
have chosen our chambers as part of their quality 
programmes. 


This long standing experience of successful design 
and supply, meeting all the major international 
climatic test specifications, has culminated in the sae 3 
latest range of SANYO Gallenkamp Test Condition. AH Sats: 
Chambers. ‘paeeesinne: 


\ 
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90 to 2000 litres capacity =a sbithos: a rogram: SEISRE 
Temperature range -70°C to +180°C ; x é 

Steady state to fully programmable options 
Wide ranging humidity capability 


Special Applications 


In addition to our standard range of Climatic Test 
Chambers we design and manufacture a wide 


range of customised controlled environmental . hE. | Setpoint Light 
test facilities. 3 


Standard Chambers customised to meet 
specific needs 

Large Climatic Test Rooms 

Modular construction, individually designed for a 
wide range of test applications in Automotive, 
Electronics and associated industries 

Solar Simulation and Light Stress Chambers 
Thermal Stress Test Chambers 

Remote conditioning units 

Full service support including Installation, 
Commissioning and Calibration services 


For more information contact 
SANYO Gallenkamp. 


SANYO Gallenkamp PLC 

Monarch Way, Belton Park, Lought 
Leicestershire, LE11 5XG, UK 

Tel: +44 (0) 1509 265265 

Fax: +44 (0) 1509 269770 

E-Mail: sanyogall@compuserve.com 


GALLENKAMP 
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P| et a 
¢\—) Design Environmental Ltd 
C SZ 32 Rassau Industrial Estate, EBBW VALE, GWENT NP3 5SD South Wales. UK 
\ Dy Tel: (0)1495 305 555 Fax: (0)1495 303 595 


Email: sales@designenvironmental.co.uk www.designenvironmental.co.uk 


AQUILA ENVIRONMENTAL SERVICES 


“The cost effective name for 
your environmental testing needs.” 
0943 


Dynamic and Climatic tests include: DERA Aquila operates under ISO 9001 registration 
and offers one of the most comprehensive range 
Vibration. | Of test facilities available. 

Shock. 


These facilities are UKAS (formally known as 
Acceleration. 


NAMAS) accredited. Customers are provided with 
Bounce, Bump. a fast, reliable, and efficient ‘one-stop’ quality 
service from a secure site. 

Temperature. 

Humidity. 

Altitude. 

Immersion, Driving rain. 





For further information contact: 
Kevin Mall, DERA Aquila, Golf Road, Bromley, Kent. BR1 2JB 


Telephone: +44 (0) 20 8285 7008 Facsimile: +44 (0) 20 8285 7248 HERA 


Email: pjadams@dera.gov.uk www.dera.gov.uk DERA is an Agency of the UK MoD _ 
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CAPE 
ENGINEERING 


Cape Engineering provides 
the full range of 
environmental test facilities 
together with comprehensive 
finite element analysis and on- 
site data aquisition services. 

Our test laboratory 
specialises in vibration, shock, 
temperature, humidity and 
full ingress protection, either 
as single regimes or in 
combination. 

Analysis supports product 
development, cutting time to 
market and prequalifying 
specimens prior to 
certification testing. 

Data aquisition in the UK 
and abroad establishes 
working regimes for either 
design or test purposes. 
Services are fully QA 
accredited, IS09001, 
1S09002, CAA and UKAS 
certificates being held. 

Cape are also the UK’s 
premier supplier of MSC 
Nastran for Windows, the 
leading PC based finite 
element analysis program. 
Cape Engineering UK Ltd, 
Birmingham Road, 

Warwick, CV34 4TX 

Tel: 01926 478410 

Fax: 01926 478411 

e-mail: sales @cape-eng.co.uk 
Web: www.cape-eng.co.uk 


CHELTON 
ELECTROSTATICS 


Chelton (Electrostatics) Ltd 
was established in 1947, and 
now operates within 
COBHAM Plc. 

Chelton is a world leading 
supplier of aircraft antennas 
and specialises in design and 
production for both civil and 
military users. The product 
range now extends to over 
3000 types. 

Environmental testing is 
essential to all units supplied 
and, with new products 
continually being developed, 
qualification test reports are 


issued, on average, once a day. 


Eight vibrator systems and 
11 climatic chambers are 
complemented by solar 
radiation, salt fog, lightning 
and other in house tests to 
ensure fast turnaround of 
new products to the 
marketplace. 
Chelton (Electrostatics) Ltd, 
Fieldhouse Lane, 
Marlow, 
Bucks, SL7 1LR 
Tel: 01628 472072 
Fax: 01628 482255 


Thx: 849363 OCEAN G 


DEFENCE 
RESEARCH 
AGENCY, AQUILA 


Golf Road, 

Bromley, 

Kent, BRI 2JB 

Tel: 0208 285 7000 
Fax: 0208 285 7346 


DERA 
ENVIRONMENTAL 
TEST CENTRE 


The Defence Evaluation and 
Research Agency’s 
Environmental Test Centre is 
situated in South East Essex 
and forms part of the Land 
Ranges Sector. 

The site offers a wide range 
of environmental tests on live, 
hazardous, or inert items. 

A full range of Climatic, 
Vibration, Rough Handling 
and Shock testing can be 
carried out over the 
temperature range +80°C to 
80°C. 

In addition an impressive 
array of support such as 
CAD, Radiography, 
Sectioning, Breakdown and 
Inspection, Digital 
Photography, and Engineering 
are also available. 

The ETC is dedicated to 
Quality and Safety and 
complies with national and 
international standards. It is 
also accredited to UKAS 
holding Registration No. 
0071. 

For further information 


visit the DERA Website at 
http://www.dera.gov.uk or 
contact: 

Ken Fisher, Facility Manager, 

DERA Foulness, 

Foulness Island, 

Southend on Sea, Essex $$3 9XJ 

Tel: +44(0) 1702 383 001 

Fax: +44(0) 1702 383 003 

E Mail: KPFISHER@mail.dera.gov.uk 


ENDEVCO UK LTD 


Melbourn, Royston, 
Herts $68 GNA 

Tel: 01763 261311 
Fax: 01763 261120 


ENVIRONMENTAL 
EQUIPMENTS LTD 


Environmental Equipments 
celebrated its 36th 
anniversary this year. 

Since inception, the 
Company has specialised 
in the Design and 
Manufacture of 
Accelerometers, Vibration 
Test Systems, Vibration 
Monitoring and Control 
Instrumentation, and 
Bump Test Machines. 

Our latest product 
development is our range 
of Shock and Vibration 
‘Tracker’ Data Loggers. 

We are an ISO 9000 
quality approved company. 
Our customer list 
world wide, includes all 
of the major multi- 
national companies and 
many Government 
Establishments. 

This covers a broad 
spectrum of industries 
from Government, Defence 
Related, Aerospace, Power 
Generation, Electronics, 
Computers, Railways, 
Telecommunications, 
Automobiles, Packaging, 
Universities and Coileges. 
Environmental Equipments Ltd. 
Fleming Road, 

London Road Industrial Estate, 
Newbury Berks, RG13 20E 
Tel: 01635 40 240 

Fax: 01635 49 516 
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ENVIRONMENTAL 
& TECHNICAL 
SERVICES LTD 


Environmental & Technical 
Services Ltd is a company 
specialising in the supply and 
support of climatic test 
chambers. It has been 
providing service, 
maintenance, refurbishment 
and calibration of equipment 
of all types and manufacturers 
since 1981. 

In 1997, the company was 
apppointed sole UK 
distributor for Angelantoni 
Industie SpA (ACS), who are 
Europe’s second largest manu- 
facturer of climatic test 
equipment. An extensive 
range of standard products 
and a complete design and 
build capability enable ACS 
to provide a chamber to meet 
any specification. For short 
term testing requirements, the 
company has a large stock of 
chambers available for hire. 


Environmental & Technical 
Services Ltd, 

35 Woodhall Road, 
Redburn Industrial Estate, 
South Street, Enfield, 
Middlesex, EN3 41.9. 

Tel: +44(0)20 8805 5219 
Fax: +44(0)20 8804 0695 


J 


e-mail: climatic @ets.co.uk 


GEARING & 
WATSON 
ELECTRONICS 
TD 


GW was founded in 1973 
as a specialist designer and 
manufacturer of electro- 
dynamic vibration 
generators and their 
associated electronic 
control systems, for 
vibration testing. Today, 
GW’s systems can be found 
in all corners of the world. 
GW’s shakers have even 
been used in space by 
NASA. The product range 
is now quite extensive with 
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Environmental Te: 
..Without fail! 


For nearly half a century Clive Hurley environmental test chambers have been successfully 
used by manufacturing companies around the world and are widely recognised for their 
technical innovation, performance benefits and quality of manufacture. 
















The applications which are featured in this advert reflect just some of our recent 
installations. The success of these projects confirms what really can be achieved 
through close co-operation. Please give us 
your careful consideration when 
specifying your next test 
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: Clive Hurle 
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Missile Test i , freemental tngfece 
Chamber 


Matra BAe 
Dynamics 
Designed for environmental 


stress screening these Call for eo RAG 
advanced test chambers 


incorporate a elecro-dynamic shaker a 
and feature a hydraulically operated eaalhes eeteisaeoat haath 
canopy for easier access. The chambers are Be eet ee eto 
liquid nitrogen cooled and can be configured to pCa eee ia ag 
provide ramp rates from 10°C up to 150°C per minute. ; 









Andrew Hurley Production Director 
Clive Hurley Chief Engineer and Managing Director 
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Test Facility 


Matra BAe Space 
& Communications 









Sie a Clee 
Climatic Test Chamber 


Ye a ea Believed to be the largest and 
Considered to be the engineers choice for combined coldest liquid nitrogen cooled test 


climatic and vibration testing the ‘Slide-O-Mat’ employs an chamber anywhere in Europe. This unique test facility 
ingenious slide technique to the test enclosure providing was designed to cater for the extreme hot and cold of 
complete access to the vibration table. the space environment -180°C to +200°C. 


@ Heating Cooling M@ Humidity M@ Altitude M@ Sand&Dust MM SaltSpray MM Vibration @ Solar Radiation 
For further information on how Clive Hurley can help solve your testing problem call (0)1254 672186 


~ Clive Hurley 


" Environmental Engineering 


Lock Works, Bolton Road, BLACKBURN, Lancs. BB2 3QJ United Kingdom 
Tel: +44 (0)1254 672186 Fax: +44 (0)1254 682194 
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shakers producing force 
outputs from 9N to 
53,000N. There are also 
inertial shakers, modal 
shakers, calibration 
systems, power amplifiers 
with outputs from 30VA 
to120,000VA anda 
Windows 95/98/NT sine, 
random and shock control 
system. GW is approved to 
ISO 9001 for Quality 
Assurance. 


Gearing & Watson Electronics Ltd, 
South Road, 

Hailsham, 

East Sussex, 

BN27 3JJ 

Tel: +44 (0)1323 846464 

Fax: +44(0)1323 847550 
http://www.gearing-watson.com 
sales @) gearing-watson.com 


LIGHT ALLOY LTD 


Light Alloy specialises in the 
design, manufacture and 
supply of aluminium alloy 
cases and containers for the 
protection of equipment and 
other stores against 
environmental hazards, both 
in service and during storage 
and transportation. 

The range of products 
encompasses not only 
traditional transit 
containers, providing 
protection ratings from IP54 
to IP68 against the ingress of 
dust and moisture, but also 
specially engineered 
instrument cases with shock 
protected innerframes, 
designed for sensitive 
electronics which are 
vulnerable to the effects of 
shock and vibration. Light 
Alloy offers tailor-made 
solutions to problems of 
cushioning, thermal 
management and EMI 
protection, as well as a full 
development service for 
special products. 

Light Alloy Ltd, 

Dales Road, 

Ipswich, Suffolk, 1P1 4JR 
Tel: 01473 740445 


Fax: 01473 240002 


LMS UK LTD 


Vibration Control and 
Noise and Vibration 
measurement systems. 
LMS provides a range of 
solutions for multi- 
channel data acquisition 
and analysis — from large 
scale laboratory systems to 
mobile units for work in 
the field. The modular 
systems can handle every 
acoustic and structural 
application: from the 
basic measurement in the 
time and frequency 
domains, to sophisticated 
data modelling and signal 
processing. 
Durability Engineering 
LMS technologies enable a 
tightly integrated 
durability engineering 
process: from field data 
import and validation, 
through fatigue analysis 
and loads synthesis, to 
replay on multi-axis test 
rigs. Not only does this 
result in better durability 
testing, analysis and 
simulation — the unique 
technology that LMS 
employs also leads to 
enormous time savings. 


LMS UK 

Westwood Business Park 
Coventry CV4 8HS 

Tel: 01203 474700 

Fax: 01203 471554 

e-mail: info@|ms-uk.co.uk 
web: http://www.Imsintl.com 


LUCAS VARITY 


The LucasVarity (which is 
now part of TRW Inc.) 
Technical Operations 
Group (TOG) is a UKAS 
accredited facility which 
specialises in test, analysis 
and design consultancy. 
We have well qualified and 
experienced staff who can 
assist with design-for- 
intended-environment 
activities. 

We have some of the 
most advanced test 
equipment, which enables 
us to prove product 
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environmental and EMC 
performance. 

Our facility includes 
five EMC test screened 
rooms, thermal cycling 
and shock cabinets, 
vibration chambers with 
combined thermal and 
humidity control, 
comprehensive materials 
technology equipment, 
including a scanning 
electron microscope, 
profilometry, and x-ray 
equipment. 

Lucas Varity Automotive Technical 
Operations Group, 

Stratford Road, 

Solihull, 

West Midlands, B90 44) 

For more information, visit our 
website at 

www lucasvarity.com/ees.tog/ 
maore.htm! 

or call Stuart Hughes on 


+44 (0) 121 627 4251. 


MAGNUS 
POWER LTD 


30 Brunel Road, 

Churchfields Industrial Estate, 
St Leonards on Sea, 

East Sussex, TN38 SRT 

Tel: 01424 853464 

Fax: 01424 852268 


MARTIN BAKER 
AIRCRAFT CO LTD 


Lower Road, 

Higher Denham, 

Nr Uxbridge, 

Middx, UB9 5AJ 

Tel: 01895 836573 
Fax: 01895 836657 


MONTFORD 
INSTRUMENTS 


Operating from a purpose 
built 11,000sq ft factory, 
Montford designs and builds 
stress screening rapid 
temperature cycling 


SPONSOR MEMBERS 


chambers, hot/cold and 
humidity cabinets and rooms. 
Purpose built units are also a 
speciality. 

Strategically placed on the 
outskirts of North West 
London, Montford also has 
an active Service Department 
maintaining all makes of 
chambers, nationwide. 

Founded in 1963, the name 
of Montford is synonymous 
with innovation, quality and 
reliability. The customer base 
is made up almost entirely of 
blue chip companies, and 
covers a wide range of 
industries including: 
aerospace, automotive, 
communications, defence and 
electronics. 

Montford Instruments Ltd, 4 McNicol 
Drive, London, NW10 7AW. 
Tel: 0181 965 0361 


Fax: 0181 965 3621 


PILKINGTON 
OPTRONICS 
BARR & 

STROUD LTD 


Comprising three sites in 
the UK, Glasgow, St. 
Asaph in North Wales and 
London, Pilkington 
Optronics is a world 
leading supplier of electro- 
optical systems and 
equipment, providing high 
technology defence 
products for land, sea and 
air applications. 

The company is also 
expanding into specialised 
civil markets using its 
unique electro-optical 
technology. 

Over 1100 are employed 
at the three sites, of whom 
30% are engineers and 
scientists employed in 
research, design and 
development. 

The company has a 
turnover of approximately 
£115 million per annum. 

Pilkington Optronics 
based in Glasgow is a 
world leading supplier of 
electro-optical systems and 
equipment, providing high 





Design analysis, testing, 
engineering experience 


A unique combination, helping you to profit from product development 
Design analysis Engineering experience 

¢ Linear and non linear finite element analysis using 
MSC/NASTRAN for Windows™ and ANSYS »* Impact, 
fatigue and heat transfer studies * On-site data acquisition to 
support design projects. 


Our flexible and committed staff 
have both long experience of client's 
products and expertise in interpreting 
analysis and test results. This makes 
Qualification Testing them... 


* Vibration and shock * Temperature and humidity * Solar ... the most experienced and 
heating and salt spray * Dust, water and mechanical ingress effective team of specialists 
protection * Combined environments and function testing. anywhere in the UK. 


¢ design analysis * environmental testing lopn vis istran for Windows™ sales and support ° 


Cape Engineering UK Ltd, Birmingham Road, Warwick CV34 4TX, UK 
Telephone: 01926 478410 Facsimile: 01926 478411 E-mail: sales@cape-eng.co.uk Web site: www.cape-eng.co.uk 


au ©ape Engineering 
Sameess! 
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ENVIRONMENTAL TEST CHAMBERS 
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From a vast range of standard models and 


a complete design & build service for 
non-standard specials, we can supply 
chambers to meet all of your testing needs. 


Lease available. 


We also have a large stock of equipment 
available for short & long term hire. 

Give our free advice service a call & let us 
assist in providing a cost effective solution 
to your requirements. 

Our well equipped service team can provide 
contracted preventative maintenance service 
equipment supplied by us or any other 
manufacturer. 

Traceable calibration & instrumentation 
updates also available. 


If your existing equipment needs a facelift 
ask us about refurbishment. 


Environmental and Technical Services Ltd 
35 Woodall Road, Redburn Industrial Estate, South Street, Enfield, EN3 4LQ 
Tel:+44 (0)181 805 5219 Fax:+(0)181 804 0695 E-Mail: climatic @ets.datanet.co.uk 
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GREAT DEALS SECOND TIME ROUND 


Pre-owned environmental test 
chambers from Unitemp offer Available now - 


unbeatable value to provide the Models from leading 


best possible returns on your manufacturers 
investment. Fully refurbished 


units offer all the performance MONTFORD 


and reliability of new units but at 


a fraction of the price. FISONS 


A variety of chambers are 


always available offering a INSTRON 


range of capacities, levels of 
instrumentation and operational 
specifications. And as one of TENNEY 
Britain’s leading environmental 


test engineering specialists, 250 litre capacity to 
Unitemp offers unconditional - 

12-month warranties on all used walk in models 
equipment*. List of chambers 
*With low cost maintenance contract. available 


“” ZZUNITEMPEEE 


GE Environmental Test Equipment ii 
TEMPERATURE CHAM BERS; Unit 14, Treadaway Technical Centre, Treadaway Hill, Loudwater, 


HUMIDITY OPTIONS High Wycombe, Bucks HP10 9RS 


Tel: (01628) 850611 Fax: (01628) 850608 


BOC Gases 
Leading the way 
in cryogenic 
cooling solutions 


BOC Gases is pleased 
to congratulate 
the Society of 
Environmental 
4) for Modal Analysis Engineers on their 
40th anniversary 


Low cost Accelerometers 


=) instrumented 


impact Hammers For information on liquid nitrogen 


refrigeration in Stress Screening 
Call for and Environmental Testing, 


FREE 
Product please contact Graham Raywood on 


a sg cs . Ss 
is | Guide... 0114 2512267 
‘Thy Techni Measure —________ Se eg eee ee 


Alexander Buildings, 59 Alcester Road, Studley, Warks. B80 7NJ. Y/ BOC GASES 
Tel: 01527 854103 Fax: 01527 853267 
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technology defence 
products for land, sea and 
air applications. The 
company is also expanding 
into specialised civil 
markets using its unique 
electro-optical technology. 

Over 550 people are 
employed, at a purpose 
built modern facility, of 
whom 30% are engineers 
and scientists engaged in 
research, design and 
development. 

Pilkington Optronics has 
an annual turnover of 
approximately £115 
million per annum. 


Pilkington Optronics Barr & Stroud Ltd 
1 Linthouse Road, Govan, Glasgow, 
G51 482 

Tel: 0141 440 4574 

Fax: 0141 440 4001 


PIRA 
INTERNATIONAL 


Pira International works 
with companies in 
packaging, paper, printing 
and publishing to improve 
profitability through the 
delivery of innovative 
technical and business 
solutions. 

Extensive laboratory 
facilities provide 
environmental and 
distribution testing, 
analytical, food contact, 
material, primary pack and 
permeation measurement. 
We specialise in the design 
and assessment of 
packaging to ensure safe 
product delivery to market, 
dealing with both 
industrial and consumer 
products. 

We are the UK 
certification body for 
packaging for dangerous 
goods. Calibration, 
proficiency and training 
services are provided to 
customer laboratories. 
Further services encompass 
strategic and technical 
consultancy, research, 
information and training. 


For further information contact: 
David Shires, 

PIRA International 

Randalls Road, 

Leatherhead, 

Surrey, KT22 7RU 

Tel: 01372 802000 

Fax: 01372 802245 


PRIORCLAVE 
ACE LTD 


129 Mason Way, 
Woolwich, 

London, SE28 OAB 
Tel: 0181 316 6620 
Fax: 0181 855 0616 


RAYTHEON 
SYSTEMS LTD 


The Pinnacles, 
Elizabeth Way, 
Harlow, Essex, 
CM19 5BB 

Tel: 01279 407360 
Fax: 01279 407316 


ROYAL 
ORDNANCE PLC 


Environmental Test Facility, 
Station Road, 

Bishopton, 

Renfrewshire, 

PAT 5NJ 

Tel: 01505 832012 

Fax: 01505 832043 


RUTHERFORD 
LABORATORY 


The Space Science and 
Technology Department 
(SSTD) at the CLRC 
Rutherford Appleton 
Laboratory (RAL) is 
involved in every stage of 
development of space 
missions, from planning 
new projects to building 
instruments and working 
with the data sent back by 
spacecraft. 

The Department has a 
range of facilities 


associated with the 
development and 
production of space flight 
hardware including clean 
rooms, electronic design 
and assembly, mechanical 
design and assembly, 
thermal design and thermal 
control hardware 
fabrication, test chambers 
for thermal vacuum, and 
vibration test facilities. 
Work is undertaken for 
both government and 
commercial customers 
both in the UK and 
internationally. 


Rutherford Laboratory, 

Chilton, 

Didcot, Oxon, 

OX11 OQX 

Tel: 01235 446617 
http://www.ssd.rl.ac.uk/envtest/ 


SANYO 
GALLENKAMP 


SANYO Gallenkamp has, 
for the past 40 years, been 
the UK premier 
manufacturer of quality 
Climatic Simulation test 
chambers. 

From bench top 
chambers to walk-in rooms, 
from standard stock 
chambers to customised 
designs, SANYO 
Gallenkamp’s enviable 
reputation for quality 
product and aftersales 
service is stronger than ever. 
Covering all major 
industries, SANYO 
Gallenkamp can offer a 
comprehensive range of 
test facilities for the 
most diverse testing 
applications. 

Now consolidated on our 
new Loughborough site, 
customers are welcome to 
visit us and see for 
themselves the care and 
quality that goes into every 
product. 

Sanyo Gallenkamp Pie, 
Monarch Way, 
Belton Road, 


Loughborough, 
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Leics, LE11 5X6. 
Tel: 01509 265265 
Fax: 01509 269770 
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SARASWATI 
DYNAMICS 
PVT. LTD 


Saraswati Dynamics is 
guided by a single-minded 
focus on becoming a 
leading Environmental 
Testing Solution Provider 
in the “Vibration Testing 
Segment”. It is this dream 
that has steered our 
Organisation towards 
leadership in the country 
and also takes us beyond 
the country’s shores. 
Saraswati Dymanics 
designs and manufactures 
complete Electrodynamic 
Vibration Shaker Systems 
which includes modular 
Power Amplifiers, Digital 
Vibration Controller, Slip 
Tables, lead Expanders 
and various standard plus 
custom-built fixtures. We 
are committed to serving 
our customers by 
providing reliable technical 
supports and the finest 
quality products, on time. 


C-7 Industrial Estate, 
Roorkee, 247 667 
(U.P) India 


el: +91 1332 7 


SPECTRAL 
DYNAMICS 


Spectral Dynamics is the 
world’s most experienced 
manufacturer of digital 
vibration control and 
analysis systems. Founded 
in 1961, the company 
traces its roots to the 
inventors of digital 
vibration control as well as 
the holders of the original 
patents for tracking filter 
analysers and FFT 
analysers. 

Today Spectral 
Dynamics still holds many 





Jrostenile 
last drople 


® Featuring the revolutionary 
| SteriShield Delivery System™ 
® Integrity of contents preserved 


@ Sterile, spore-free 
Alcohol Sprays 


@ Wastage Eliminated 
@ Fully Validated 


Se y > 
> </er Advantage™ 


for contamination control 


‘D MEDICARE LTD = 5 Hurlands Business Park, Hurlands Close, Farnham, Surrey GU9 9JE 
— Fel: 01252 717616 Fax: 01252 715269 





| Refurbished 
MAG N US Vibration Test Equipment 
power 


Specialist Vibration Equipment 
Service Company operating a 
World-wide Repair, Maintenance and 
Calibration service for all makes of 


rT 


A low cost alternative to new equipment 


Refurbished vibration test equipment 
available from stock. 


ELECTROMAGNETIC VIBRATION SYSTEMS Niele aimed Si 
: ; New equipment also supplied. 
SLIP TABLES AND HYDROSTATIC BEARINGS Turn Key Solutions. 
COMPLETE SYSTEM REBUILDS Consultancy. 
AND UPGRADES Jig Design. 
INSTRUMENTATION Equipment available for lease, with option 
| t shase, if required. 
Contact Grahamme Corke Pere te ee eter 
for further details Please contact Mike Vickery for further details. 


Magnus Power ( 
ee mic | Muti Vine Systems Limitea | 


29/30 Brunel Road, Churchfields Ind Estate 
St Leonards-on-Sea, East Sussex TN38 9RT 
Tele, 2 01424 853464 Facsimile 24 852268 . 3 
Rpephiate OLESE SITIEE Fea OFFEF SLONS Unit 9, Penn Street Industrial Estate, Penn Street, 
A Division of Kvaerner Oilfield Products Ltd Near Amersham, Buckinghamshire HP7 OPX. 
Tel: 01494 716644. Fax: 01494 716619. 
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active patents and leads the 
way with algorithms and 
hardware design. Year 
2000 products include the 
amazing “Jaguar” 
Multiple Input, Multiple 
Output control system and 
the extremely popular 
“Puma” Microsoft 
Windows based controller. 
STAR Modal software 
complements portable 
analysers such as BOBCAT 
and the budget SC15. 


Spectral Dynamics, 
Fulling Mill, 

Fulling Mill Lane, 
Welwyn, Herts. ALG SNP 
Tel: 01438 716626 
Fax: 01438 716628 


STEPTECH 
INSTRUMENT 
SERVICES LTD 


STEPTECH are leadet, ° 
the supply of DOP Aerosol 
Filter Test equipment for 
the testing of a wide range 
of low grade HEPA filters. 
The equipment includes 
Aerosol Photometers, 
Thermal Aerosol 
Generators and Laskin 
Nozzle Generators. 

To complement the sales 
of equipment Steptech 
operate a service and 
calibration centre. The 
instrumentation is also 
available for hire. In 
addition Steptech offers 
one day training courses 
either on the customer’s 
site or in our training 
facilities. 

The programme teaches 
the theory of Aerosol filter 
testing followed by a 
practical demonstration 
and hands-on experience. 
Our services are supported 
by experienced and well 
trained engineers. 


Steptech Instrument Services Ltd, 
Steptech House, Maxwell Road, 
Stevenage, Herts, $61 2EW 

Tel: 01438 312 425 

Fax: 01438 312 111 


STOP-CHOC LTD 


Stop-choc design and 
manufacture anti vibration 
mounting systems, avionic 
tracking, and illuminated 
control panels. 

The company has been the 
United Kingdom 
manufacturing base for the 
Vibrachoc group since 1975. 

We operate from a 
modern 15,000sq ft factory 
located in Slough. 

Stop-choc employ a 
highly skilled, experienced 
workforce that has 
established a proven 
record, offering high 
quality and advanced 
technology products. 


Stop-choc Ltd, 
Banbury Avenue, 
Slough, Berks, 

SLI ALR. 

Tel: 01753 533223 
Fax: 01753 693724 


TECHNI 
MEASURE 


Techni Measure were 
founded in 1971 for the 
supply and advice on strain 
gauges and transducers for 
many different 
measurement applications. 
Piezoelectric transducers 
from PCB Piezotronics 
offer a very wide range of 
sensors for all aspects of 
dynamic force, pressure 
and vibration, and there 
are special divisions which 
concentrate on Modal 
analysis and Industrial 
systems. Techni Measure as 
well as most of our 
suppliers operate to the 
ISO 9000 quality system, 
and excelient delivery and 
professional service is 
offered for all products. 
Techni Measure, 
Alexandra Buildings, 
09 Alcester Road, 
Studley, Warwickshire, B80 7NJ. 
Tel: 01527 854103 
Fax: 01527 853267 


THERMOTRON 
INDUSTRIES 


[he year that the SEE is to 
be congratulated on its 
40th Anniversary, the 
European Operation of 
Thermotron Industries is 
celebrating its 20th. 

Since 1979 Thermotron 
has been privileged to 
supply and support 
equipments from its range 
of Climatic Chambers, 
Vibration Systems, 
Environmental Stress 
Screening Systems and 
Product Test Electronics to 
valued customers within 
the United Kingdom and 
throughout Europe. 

From its standard range 
of individual units or 
integrated systems 
Thermotron is able to offer 
true single sourcing and 
service support capability. 

Representatives 
throughout Europe ensure 
the requirements of 
customers in the individual 


countries are professionally 


responded to. 
Thermotron Industries, 

3 Heard Way, 

Eurolink Industrial Estate, 
Sittingbourne, Kent. 
ME10 3SA 

Tel: 01795 436333 

Fax: 01795 436777 


UNITEMP 


The confidence and 
reassurance that properly 
tested and approved 
products provides is vital 
for both manufacturer and 
customer. Unitemp is a 
specialist environmental 
engineering company that 
offers testing equipment for 
the toughest of 
environmental conditions, 
whether they be 
temperature, humidity, 
vibration, highly 
accelerated stress screening, 
or highly accelerated life 
test. 

Unitemp has a proven 
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track record of integrating 
modern electronics and 
control technology with 
mechanical refurbishment 
to improve performance 
and investment. 

It is the UK distributor 
for the world-renowned 
range of ESPEC 
environmental test 
chambers. 

Now it also offers the 
new U-Test Environmental 
Self test centre, fully 
equipped with advanced 
environmental chambers, 
instrumentation and test 
and measurement 
equipment for use at any 
time. 


Unitemp Ltd, 

Uniti 4, 

Treadaway Technical Centre, 
Treadaway Hill, 

Loudwater, 

High Wycombe, 

Bucks, HP10 SPE. 

Tel: 01628 850611 


Cay C90 QENeNA 
Fax: 01628 850608 


VAISALA 


Vaisala supply high quality 
sensors and transmitters 
which measure humidity 
and dewpoint. 

The company are 
particularly strong in 
supplying to companies 
using environmental 
chambers where stability 
and repeatability when 
measuring humidity is 
paramount. 

Vaisala’s humidity 
sensors are based on 
capacitance technology 
called HUMICAP newly 
launched DRYCAP®. 


For more information contact 
Vaisala Ltd, 

Fordham Rd, 

Newmarket, 

Suffolk 

CBS 7AA. 

Tel: 01638 674400 

email: uksales@vaisala.com 
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VIBRATION 
MAINTENANCE 
SERVICES LTD 


At V.M.S. our mission is to 
provide a practical solution 
to all our customers, with 
no gimmicks! 

Do you want a response 
in the industry of vibration 
that is second to none, 
backed with an ISO 9000 
pedigree of real quality? 

Do you want your repairs 
covered with genuine parts 
that carry the 
manufacturers warranty? 

Then the answer is to link 
up with V.M.S. for all your 
preventive maintenance, 
breakdowns or quotations. 

You can even try us for 
our opinion, you will be 
treated with friendly advice. 

With over fifteen years 
experience, our background 
in the field of vibration 
engineering cannot be 
surpassed. 


Vibration Maintenance Services Ltd, 


49 Hollands Road, 
Haverhill, 

Suffolk, CBS 8P) 
Tel: 01440 705666 
Fax: 01440 762157 


WEISS TECHNIK 
(TD 


Weiss Technik and Votsch 
are the market leaders in 
environmental testing, 
providing quality custom 
and standard products to 
diverse industries, 
(automotive, agricultural, 
pharmaceutical, electronic, 
defence) using leading-edge 
technology. Weiss’s 
commitment to its 
customers is supported by 
over 30 years experience in 
the global marketplace. 

3 Marlin House, Croxley Business 
Park, Watford, Herts, WO1 8YA 

Tel: 01923 232600 

Fax: 01923 232900 


IF YOU HAVE ONE NEW YEARS RESOLUTION FOR THE 
YEAR 2000 MAKE IT TO BECOME A MEMBER OF THE 
SOCIETY OF ENVIRONMENTAL ENGINEERS. 


A subscription of just £35 will put you in touch with all 
aspects of Environmental Test Engineering including:- 


e Vibration Shock & Noise 
¢ Climatic Testing 
¢ Contamination Control 
e Environmental Stress Screening & Reliability 
¢ Electromagnetic Compatibility 
¢ Packaging Logistics 
Entry is available at all grades from Associate (for which no qualifi- 
cations are necessary), through to Associate Member, Member 
and Fellow. 

The SEE Continuing Professional Development scheme and regular 
courses offering a Diploma in Environmental Engineering will help 
those entering the field to undertake structured training leading to 
recognised qualifications. 

Newsletters, journals, conferences, social events and industry vis- 
its enable all members to exchange ideas with other technical 
experts while SEE representation on BSI and European commit- 
tees keeps everyone updated on Standards. 

For an application form at the appropriate grade con- 
tact: The Secretary, Society of Environmental 
Engineers, Owles Hall, Owles Lane, Buntingford, 
Herts. SG9 SPL. 

Tel: 01763 271209. Fax: 01763 273255 
Email: see@owles.demon.co.uk 
Web: environmental.org.uk 
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Six Hills Way, Stevenage, 
Herts, SG1 2DA 

Tel: 01438 755100 

Fax: 01438 753130 

Email: bob.bootle@bae.co.uk 


Vibration Maintenance Services Limited 


APPROVED WORLD-WIDE SERVICE 
ORGANISATION 


The leading independent Environmental Equipment Service Company, 
headquartered in the UK, with offices in Germany and North America, 
providing the Ultimate Source for Quality and Service. 
Types of Equipment 
@ Electrodynamic, Mechanical, Acoustic & Hydraulic Vibration Systems 
@ Drop & Shock Machines 

@ Package Testers 
@ Slip Tables 
@ Hydrostatic Bearings 


Service Options 
@ Preventive Maintenance Contracts with Technical Support 
@ 24 Hour Emergency Cover 
@ Repairs 
@ Spare Parts 
@ Calibration 
@ Complete System Refurbishment 
@ Site Planning 
@ Systems Installation 
@ Systems Training 
@ Supply of Recondition Systems 


VIBRATION MAINTENANCE SERVICES LTD 
49 HOLLANDS ROAD 
HAVERHILL - SUFFOLK 
CB9 8PJ - ENGLAND 
Tel: 01440 705666 - Fax: 01440 762157 
E-mail: vmsukltd @aol.com 





Acquire and analyze data anywhere, anyplace, 
and anytime with SpectraBook” 


SpectraBook with Network Enabled Test™ 
gives you the freedom to acquire data over 
an intranet or even the internet. From your 
office, use the SpectraBook to make noise 
and vibration measurements in a lab down 


the hall or across the country. 


Total Solution Ready to Test Unprecedented Performance 
- Windows 95/98/NT - Two to 8 inputs - 24-bit inputs and source 

- Dynamic Signal Analysis - Built-in Ethernet port - 120 dB dynamic range 

‘ Modal Data Acquisition - Easy connection to network hub, —- 20 kHz realtime rate 

- Transient Capture and SRS notebook or desktop PC - DC to 42 kHz FFT analysis 

- Realtime Octave Analysis - ICP® sensor power 

- Order Track and Waterfall - Under 7 Ibs (3 kg) 

- Shaker Control 


SpectraBook interfaces with any ethernet capable 
notebook PC to give you a compact, powerful dynamic 
signal analyzer 


DACTRON wwwdectroncou 


The RealTime Professionals 1629 South Main Street, Milpitas, CA 95035-6261 Tel. 408.934.9160 Fax. 408.934.9161 — dactron@msn.com 


NET, SpectraBook, and Networked Enabled Test are trademarks of Dactron, Inc. ICP is the registered trademark for PCB Piezotronics, Inc 
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Weiss Technik Ltd, 3 Marlin House, Croxley Business Park, Watford, Herts WD1 8YA. 
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